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1 Chemical Product and Company Identification 




Product name: Bottom Cell 

Manufacturcr/Supptier: Hi- Watt Battery Industry Co,, Ltd 

21, Tung Yuen Street, Yau Tong Bay* 
Kowloon, Hong Kong 


2. Composition/ Information on Ingredients 


ChemioaJ/Size 

LR44 

LRI130 

CAS 

Registry No 

Weight 

l.9g 

>2g 


Mercury 

<2% 

<2% 


Cftdmium 

<0.0259'* 

<0.025% 


Lead 

<0 4% 

<0.4% 


Zinc Powder 

Main Component 

Main Component 

00744^6-6 

Carbon 

Main Component 

Main Component 

007782-42-5 

Manganese Dioxide 

Main Component 

Main Component 

0013IM3-9 

Steel 




copper 




Plastic 




Paper 




Potassiuni hydroxide 

Main Component 

Main Component 

001310-58-3 

Water 

Main Component 

Main Componcm 

007732-10-5 

Zinc oxifio 








• 

100% 

100.00% 



The components in this section may only represent a hazard, if the batteries me 
damaged 
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3. Ha^rcUi Tdentificarion: 

>^ming: when reohar^e batteries or discard in the fire or use used battcfy with nety one, or 
connected improperly may cause battery vent, leak or explode. 

Damaged batteries may cause skin and eye bum, may cause respiratoiy tract irritation. 

4. First-m'd Measure 

Ocneral speaking It is not expected to result in situation that requires first-aid mcosi^re, 
except the damaged batteries may cause they release the contents 


{nlftlktipn* if vapours or fVwnea from vented or leaked baiieries are irritation, move fresh 
air and get medical attention. 


Em- Check for and remove any cuQUet lens, flush eyes with plenty of water, holding 
eyelids open, for at least 20 minutes, get medical help 


ijkilL' Immediately move the metal fragmeots and chemical compODCnta fluslt 
skm with plenty of water at least 15 minutes, get medical, if necessary. 


lOB Efi l tffl l Oct immediately medical attention, do not induce vomiting or give a liquid lo 
unconscious person. 


5. Fire Fighting Measure: 

PyR Og H K hiB g- IPfi difl' Csc appropriate agent for on^jacent fire. 

Pfiyh point: Nut evailablo 

AutQ-ignition tamoeratu re. Not available 

l^lgnuoablc lilUils; Not available 

Pfoducls of combustiop: Zino oxide, manganese oxide. 


6. Accidental Release Measure: 

Not available 




7. Handling and Storage: 

Crccautifini Handling and transfer the products with care, make sure the padang always in 
good condition. ' 


Damaged pack ing may cause batteries contact together, in this case batteries may sfiori 

MHDS(LR44. I n JO) *** ” ***“ — “ — — 
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eirciut or improperly connected, it cause batteries venting, leaking or exploding. ' 


Sto ptgp: Store in a dry, cool and wel^ventilatedarea. 


8. Exposure control / Personal protection 

Exposure contror If neoessory, set local exhaust ventilation. 
Personal pfo tcction: Cloves, safety glass, duit respirator. 

9. Pliysical and Chemical Properties 


Phyaical_Stftle and Appearanc e; Solid 
MeltiM PmHt Not app licable 
Vapourpreasure: Not available. 
PHUyasoln/waterV Not available. 
Sulubilitv: Insoluble. 

A^atiJiiac; Not available 

Specific gr avity; (water- 1) Not available 

Odonr: Odourless. 

Taste: Not available 

1 0. Stability and Reactivity 


Stability: The products arc stable 
InstabilitY tcmperalure: Not available, 
lacompatibilitv: Reactive with acids and alkalis 
CaiTgaiYiiy: None. 

Hazardous Polvmeriyation- WUi not occur 


11. Toxicological mformation 

Itolfi'. Since the ooaterials in this battery arc sealed in the can, the potential for expos^irre to 
tlic components of the bartory is negligible, when The battery is used a.i directed Ho|vcvcr 
technical orclcctncal abuse of the battery may result in the release of buttery contepis. 
lioxicitv to Animals: Not applicable ' 

chnwiip fiffpcla on Uymaa: Not applicable. 




12 . Ecological information 




MS0S(LR44,LR1 I JC) 
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This product has not been tested for onvironmcntal effects. 


13. Disposal considerarion 

I 

WWirtfe <llsppwl l Consult your local or regional authorities* disposal maybe subject 
national, stale, or locol laws. 

14. Regutatoi> infonuation 

t i 

• * 

ACGH: American Conference of Government Industrial Hygiene. 
lARC' International Agency for Research Cancer. 

MPT: US National Toxicology Program 
NIOSH: National Institute of OccupationiJ Safety and Health 
ACGIH, documenralfon on TI-VS and BELS 1 992- 1 993 
ACCIH, threshold limit values, cuirent listing 

15. Ocher information 

Visaing wordings: “Keep out reach of children** 

‘*Do not recharge or discard in fire or use used batteiy with new one, make sure polarity” 

Notice to reader ^ 

Although reasonable precaution have been taken in the preparation of the data contained 
herein, it is offered solely for your infonnstion, considmoon, and invasiigalion, HI-VyATT 
Extends 00 warranty of any kind. 


